Trouble Shooting & Tips 


• Do not ploy with Insecto-Bots outdoors, on thick carpets, loose grovel or slick surfaces. The D 
Insecto-Bots prefer to roam on hard, flat surfaces. 

• Insecto-Bots use infrared light to communicate. Any solid object between them can block D 
communication and cause Interference, which may cause them to be unresponsive. Simply, 0 
remove any objects blocking their view. 

• The Insecto-Bots fall asleep just like Insects. If your Insecto-Bot becomes unresponsive, it D 
may have fallen asleep. Simply, press Its Touch Sensor or change its light stimulation to 
awaken It 

• If your Insecto-Bot malfunctions, replace the batteries. 

• Please do not step on your Insecto-Bot. It Is a toy, not an actual insect. 

• If your Insecto-Bot falls to respond to another while in any of the 4 Behavior Modes, be 
sure that both Insecto-Bots are within a clear line of sight of 3 feet. If they continue to be 
unresponsive, replace with fresh alkaline batteries. 



Ages 5 & up 


LIMITED 90 DAY WARRANTY 

MCA Entertainment wtrrants to the original consumer purchaser this product that the product will be free 
from defects in material or workmanship for a period of 90 days from the date of original purchase. 

This warranty does not cover damoges resulting from misuse. Improper or abnormal usage, negligence, leaking batteries, 
improper service or other causes not arising from defects In moterlol or workmanship. 

During this 90 day warranty period, the product will be either repaired or replaced (ot MGA's option) ot no charge to the 
purchaser, when returned to either the retailer with it's original soles receipt (containing dote of purchase) or to MCA. 
The foregoing states the purchaser's sole and exclusive remedy for any breach of warranty with respect to the product 
All product returned to mga must be shipped prepold and Insured for loss or damage to: 

MGA Entertainment 
Repair Deportment 
16730 Schoenborn Street 
North Hills, CA 91343-6122 

Any returned product should be carefully pocked In pocking material sufficient to ckmid damage during shipment. 
Please Include a written description of the defect, a copy of the original soles receipt (containing dote of purchase) 
and your printed name, oddress and telephone number. 

Some states do not allow limitations on how long an Implied warranty last or the exclusion of Incidental or consequential 
damages, so the dm/e limitations may not tvpiy to you. This warranty gives you specific rights and 
you may also have other rights which vary from state to state. 

This warranty Is only valid within the United states and conada 


Please keep this manual. It contains important information. 
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INTRODUCTION 

The Insecto-Bots have arrived! Alter their environment with light, sound, touch and infrared and 
watch them respond In a variety of different ways! The Insecto-Bots also react randomly so you 
just never know what to expecti With over 50 combined alien sounds, multi-colored blinking 
lights, walking features and 4 different BEHAVIOR MODES, collect them all for a totally interactive, 
creepy-crawly experience! 


INSTALLATION OF BATTERIES 



Try Me/Off/On switch at the bottom 
of the Insecto-Bot 



Fig, B 

Battery compartment on bottom of 
Insecto-Bot 



Fig^C 

Insert 3 "AAA" batteries 


TO INSTALL/REPLACE BATTERIES IN INSECTO-BOTS 

NOTE: It Is recommended that you replace your Insecto-Bot's "Try Me" batteries with fresh 
alkaline batteries before operating. 

1. The battery compartment Is located on the bottom of your Insecto-Bot. Slide the switch on 
the battery compartment to the "OFF" position. Loosen screw on battery compartment door D 
with a Phillips screwdriver and remove door. (Fig. A, B) 

2. Insert 3 "AAA" alkaline batteries. Replace battery compartment door and tighten screw. Turn 

the battery compartment switch to the "ON" position. (Fig. C) . 
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SAFE BATTERY USAGE 


1. Use "AAA" alkaline battery for best performance and longer life. 

2. Non-rechargeable batteries are not to be charged. 

3. Only batteries of the same or equivalent type as recommended are to be used. 

4. Batteries are to be Inserted with the correct polarities. 

5. Rechargeable batteries are to be removed from the toy before being charged. 

6. Exhausted batteries are to be removed from the toy. 

7. Different types of batteries or new and used botteries ore not to be mixed. 

8. The supply terminals and/or rechargeable batteries are not to be short-circuited. 

9. Rechargeable batteries are only to be charged under adult supervision. 

10. Do not dispose of batteries in fire; batteries may explode or leak. 

11. Batteries should be replaced by an adult. 


QUICK START 




Touch sensor on the bottom of Insecto-Bot Touch sensor on the top of Insecto-Bot 

1. Slide the Power Switch on the bottom of your Insecto-Bot to the "On" position. Your 
Insecto-Bot will automatically enter into Natural Mode (green eyes). 

2. Place your insecto-Bot onto a hard, flat surface. 

3. Your Insecto-Bot wil react randomly and to environmental conditions In over 50 unique 

ways including: -Different alien sound combinations 

•Crawling 

-Eyes thot light up and change color 

Environmental Conditions that Affect Your Insecto-Bot's Behavior: 


light: 

Changes in Light and Dark 

Sound: 

Loud sounds 

Touch: 

Press its Touch Sensor 

Infrared; 

Place your Insecto-Bot within a clear line of sight of 3 feet of anotherD 
Insecto-Bot or in ronge of most household remote controls 


4. Your Insecto-Bot contains 4 different BEHAVIOR MODES: Natural, Lurk, leader and Fight. To D 
set your Insecto-Bot's BEHAVIOR MODE, press the Touch sensor on the top or bomm of 
your Insecto-Bot. (see Fig. G, H) 

• Press the sensor 2 times to set your Insecto-Bot into Natural Mode. 

• Press the sensor 3 times to set your insecto-Bot into Lurk Mode. 

• Press the sensor 4 times to set your insecto-Bot into Leader Mode.D 

• Press the sensor 5 times to set your Insecto-Bot into Fight Mode. 

Note: The quickest and easiest way to tell what Behavior mode your Insecto-Bot is in is to check the D 
color of Its eyes, (see BEHAVIOR MODES section) 


BEHAVIOR MODES 


Natural l4ode (Green Eyes) 

In this mode, your Insecto-Bot will respond to 
environmental conditions (see section) and react randomly 
with friendly sounds, blinking eyes and by crawling. It 
will also react to other Insecto-Bots within sight and 
approach them in a friendly or aggressive way. 

lurk Mode (Red Eyes) 

In this mode, your Insecto-Bot will respond only to D 
environmental conditions (see section] with aggressive D 
sounds, blinking eyes and by crawling. 

Room Guard; Just place your Insecto-Bot In a darkened or Q 
quiet room and as soon os the lights ore D 
turned on or a loud sound is made, your Q 
Insecto-Bot will respond aggressively and Q 
alert you to an intruder! 

Leader Mode (Orange Eyes) 

In this mode, your Insecto-Bot will respond to 
environmental conditions (see section) with friendly 
sounds, blinking eyes and by crawling. Your Insecto-Bot will 
also act as Leader over nearby Insecto-Bots (preferably 
those in Luke Mode) by having them copy its behavior. 
Note: • When two or more Insecto-Bots are placed ] 

in leader Mode, there will be no leader D 
response between them. 

• Any Insecto-Bots that are not in leader D 
Mode will follow all Leader Insecto-Bots 
within their line of sight 
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Fight Mode (Blinking Red Eyes] 

In this mode, your Insecto-Bot will attack and defend 
against other Insecto-Bots. Just place your Insecto-Bot 
within a clear line of sight of approximately 3 feet of 
another, and watch it communicate with aggressive sounds 
and blinking eyes. D 

Your Insecto-Bot will also crawl into and "push" the 0 
other Insecto-Bot in on attempt to knock it over. 

Note: Your Insecto-Bot will return bock to Natural Q 

Mode automatically If It does not receive a D 
Fight Mode response from another lnsecto-0 
Bot within approximately five minutes. 

Sleep Mode 

Your Insecto-Bot will automatically go to "sleep" if it 
receives no stimulation for approximately 15 minutes. 

To "wake" your Insecto-Bot, simply provide a change in 
light stimulation or press its Touch Sensors and it will give 
an aggressive response (like in Lurk Mode) and return back 
to Natural Mode. 


~[f you do not plan on playing with your Insecto- 
Bot for a long period of time, simply slide the 
Power Switch on your Insecto-Bot to OFF.Q 
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